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THE THEORY OF TRAINING 
IN SCIENTOLOGY 

by L. Ron Hubbard 

The third dynamic called education, when engaged upon the 
installation of false or imagined premises, can be quite aberra- 
tive. The only right we have to train in Scientology is that we 
are training people in things which they already know. The 
principles and axioms of Scientology are considerations which 
have been agreed upon and out of which stem this universe and 
livingness. To train a person in these trains him only to handle 
this universe and livingness, therefore Scientology training is 
non-aberrative. On the contrary, thorough training in Scientol¬ 
ogy is in itself, if a slow one, a road to Clear. 

The very fact that we are training people in things which 
they already know brings us to a liability, however. As we 
train we restimulate considerations already undertaken in some 
distant past by the student. As many of these were assumed to 
remedy ills and evils he imagined he had (the restimulation of 
earlier postulates he has made - which are the postulates which 
become the axioms and other materials in Scientology), the stu¬ 
dent may experience somatics and confusions which he would 
not experience in ordinary scholastic pursuits. Even though 
this is all for the better a student sometimes conceives himself 
to be under duress either in student auditing sessions or from 
an instructor which is not actually present. There are three 
ways in which this single liability is overcome. 

First, we train a student thoroughly until the somatic or 
confusion is discharged. We do not give up training in some¬ 
thing simply because he finds it confusing or painful. Just as 
in an auditing session we would continue to run the process to 
discharge the somatic which the same process turned on, so in 

(cont'd. on p. 3) 
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January 3-4, 1959 


at the Shoreham Hotel in Washington, D. C. 

THE MOST IMPORTANT CONGRESS WE EVER HELD 


Hear L. Ron Hubbard, Founder of Dianetics fa Scientology 
tell you HOW we are successfully clearing people. Impor¬ 
tant important important developments will be released at 
this Congress (the only Congress to be held during 1959). 
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training we continue to train in the area which has been restim¬ 
ulated. 

Second, we train vigorously and emphatically so that there 
will be no confusion in the student's mind as to the source of 
the training, and 

Third, we consider a student always as an auditor, never 
as a preclear. We are not at all interested in the student as a 
case. We are interested in the student only as a Scientologist. 
The moment he joins a course of training, he is considered 
from that moment on an auditor. When he is being audited he 
is, of course, for that time a preclear, but only by assignment. 
That he does experience case gains is entirely incidental to 
training. It is a maxim of Scientology instructors that if a mir¬ 
ror held to a student's lips shows the mist of breath, the student 
is in shape to audit a preclear. There is no compromise with 
this state of mind. Only an instructor who intended actual harm 
to students would use sympathy for a student concerning his 
case. Therefore, Scientology Academies are looked upon as 
"tough schools". Just the fact of living through a course of 
training merits the designation Scientologist. 

The goal of training from the viewpoint of the Director of 
Training of the Academy is to bring the student up to a level 
where he could be safely entrusted with a Hubbard Guidance 
Center preclear. This does not mean that the student will be 
so entrusted, but before the Director of Training and the 
Examiner and the Board of Review pass the student as gradua¬ 
ted, they have to be sure to their own complete satisfaction 
that they would have no qualm entrusting a difficult case to this 
student. This training goal insures an orientation point and 
standard of excellence. The instructors, the Director of Train¬ 
ing, the Examiner and the HCO Board of Review know what I 
demand of a staff auditor. 

Thoroughness of training is achieved on a gradient scale. 

It might frighten a student to look across the training chart 
and realize what he must be able to perform, but it should not, 
if he realizes that he is climbing a stairway of rather easy steps. 
The steps are each one of them easy and their gradient has 
been planned and experienced carefully. Therefore, no student 
is ever passed to the next step of these many steps before the 
instructor is entirely certain that he has mastered the last step. 

For example, on this gradient scale a student who has 
thoroughly learned Dummy Auditing Step A ("Dear Alice"), 
will have very little trouble graduating up to the top of the step, 
"Tone 40 on an Object". While it would be a mistake to demand 
in Dummy Auditing Step A, the excellence necessary to pass 

(cont'd. on p. 5) 
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(cont'd. from p. 3) 

"Tone 40 on an Object", it is nevertheless true that those people 
who had difficulty with "Tone 40 on an Object" need a review of 
Dummy Auditing Step A. 

Therefore, an Instructor is always niggardly with his sig¬ 
nature at the end of each step. To permit a student to climb 
too swiftly would be to condemn him to a confusion in some la¬ 
ter area of training. 

Training in Scientology contains no thought for explaining 
to some student how Scientology fits into some other frame of 
reference. By straightly teaching him Scientology he will come 
at last to see that it does not fit into any other frame of refer¬ 
ence but other things fit into its frame of reference. 

A great many things in Scientology have been said before. 
Indeed, everything in Scientology has been directly and actively 
postulated by the person being trained at some point in the past. 
It would be odd indeed if these points then did not echo or har¬ 
monic or crop in in other teachings elsewhere. It should be 
understood by the student that all things proceed from postulates 
and that these postulates go from simplicities to complexities. 
Therefore, it would be surprising if Tibetan Lamaism did not 
contain some of the data of Scientology. By working entirely 
with the data which is simplest and earliest one does the odd 
thing with Scientology of taking a new, freshly born science 
and undercutting any older philosophy. If Scientology is not 
found to do this in some field of human experience then it simply 
means we will have to do some more studying. But before we 
in the development of Scientology do more studying we should 
be very sure that we know enough Scientology to apply it to this 
apparently random field. 

Scientology contains several logics which are very impor¬ 
tant to training. These are actually the logics of education. 
Calling your attention to one of these, it will be seen that the 
evaluation of the importance of a datum is often more important 
than the datum itself. The datum found in Scientology may also 
be found in other philosophic works. But hold on for a moment. 
Did the other philosophic work give an evaluation of the impor¬ 
tance of the datum or did it give dozens of other data as having 
equal rank? This point is mentioned here because it is often 
overlooked by students. Scientology, for instance, has some 
abrupt, sharp things to say about Time. Indeed, time could be 
said to be the single source of human aberration. The hunger 
for a number of incidents to occur simultaneously will in itself 
cause people to jam their time tracks. These people, of course, 
are not aware of the amount of incident and as a result jam 
many adventures into present time with a consequent disability 
of differentiation. (cont'd. on p. 6) 



(cont'd. from p. 5) 

Now it will be seen that in many philosophies Time is 
covered exhaustively. Time is given many definitions. Time 
is given chapters and volumes but nowhere in these chapters 
and volumes does the philosopher place his finger squarely up¬ 
on the two or three important data which are most important 
about Time. He ranks these data with all of the other data and 
so loses them in an ocean of drops of water, all the drops look¬ 
ing the same as all the other drops. Thus, truth becomes sub¬ 
merged in an ocean of outflow. Scientology is more parsimon¬ 
ious. It is more incisive, it is more thoroughly evaluated; The 
two or three data in Scientology which concern Time are the 
data from which all other data about Time flow. 

Thus, when a student is taught a datum from Scientology, 
he is taught it with the understanding that it will clarify many 
other later and more complicated data. Thus, he is taught 
the simple datum thoroughly. Thus, he is taught fundamentals 
far more thoroughly than he believes necessary. The work in 
the development of Scientology has been the color you truth 
from an ocean of fact and finding that the truth has a tiny group 
of data possessed of the overwhelming power of changing all 
other facts in this universe and in livingness. 

This is the power of Scientology: that it, by stressing 
single, simple truths, eliminates oceans of mere data. Thus 
in training we concentrate solidly and continually upon these 
small truths and we are impatient with excursions until we 
have established these fundamentals as fundamentals with our 
students. 


L. RON HUBBARD 
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* Associate Membership ...$ 1.00 

(Lifetime membership - you will re¬ 
ceive a Scientology pin) 


Write: Membership Secretary 
1812 19th Street, N. W., Washington 9, D. C. 
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ACADEMY STUDENTS COMMENT ON COURSES 


(Editor's note: Some of the current Academy students 
were asked for their opinion on our courses. We print 
here comments from both day and night students, from 
the HCA (Hubbard Certified Auditor) course, the HCS 
(Hubbard Clearing Scientologist) course, and the HAS 
(Hubbard Apprentice Scientologist) course.) 

"The course is worth anybody's time. " (Dee Case). . . "It makes 
it easy for me to tell others what I've learned and interest them 
in it. It's worth it. I'm here, that says it. " (Harry Case) ... 
"Mental Anatomy course is worth anybody's time, money and ef¬ 
fort. " (Hester Parson) ... "Earlier HCA course gave one con¬ 
fidence and ability to handle people. This course (HCS) provides 
a real understanding of the composition of a human being. This 
course is tremendous and every person in the field should be 
made aware of it." (Jonell McDonald, HCS student) ... "This 
course is extremely interesting and a lot of fun. I think it has 
tremendous value in understanding other people. " (Katie Hub¬ 
bard) . . . "It increases one's own awareness and ability to ex¬ 
perience life. " (General opinion expressed by entire Theory & 
Practice Class of the HCA Course. ) (Editor's note: The above 
are comments from day-course students. Following are night 
course student comments. ) "The Communication Course has 
taught me not only how to handle and control the processes, but 
also the people with whom I associate daily. " (Mary A. Mason) 

. . . "The Comm Course gets to be more fun each time 1 go 
through it. The coaching and doing the drills not only become 
easier to do, but I can use them more in daily living. And to 
me, this is the pay . " (Andy Bagley) . . . "Optimumly designed 
to accomplish the job of making the best auditors in the world. 
Also brings up one's awareness of himself and his environment 
and presents the basic principle of communication and control 
of others. (Howard Tiller) ... "During the Communication 
Course I realized that complete 2-way communication in fami¬ 
lies, as well as with people in general, is seldom obtained. If 
it were, always, everyone would feel more important and happy. 
Another important thing is to have the intention to start commun¬ 
ication and be sure to get the attention of the second terminal. " 
(Harriet Carder) ... "In my opinion the H. A.S. course enables 
one to confront his not-ised valences and/or machines. It is a 
really great training program. " (E. Blanche Pritchett) ... 
"Without this course I challenge any practitioner or profession¬ 
al to achieve "any thetan ability" with his patients or preclears; 
maybe mechanical results, but no more!" (Dick Pritchett) ... 
"Boy, this is the greatest thing in 76, 000, 000, 000, 000 years! 

And I'm not kidding. " (Bob Del Proposto) ... "The Communica¬ 
tion Course produced a reality in regard to the faculties with 
which we are endowed, improves ability of Understanding and 



application. " (J. W. Seleeman) . . . "The 2 months of drills and 
training in the H. A.S. course has vastly improved my ability 
to confront other persons and to carry on 2-way communication 
with them. " (Dean Carder) . . . "After learning and using the TR 
drills 1 must say "If I knew then what 1 know now . . .!" (Ray 
Tridente) . . . "I've gone through the Comm Course three times 
and got just as much from it the third time as the first. " (Duane 
Leazenby) 
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L. RON HUBBARD'S PERSONAL COURSE 


Important developments which will be taught only in 
this ACC. If you are a qualified auditor, we urge 
your attendance. We want to train every qualified 
auditor who can get here. We have solved the Bank 
and the Rock, but it takes special training that will 
be available in the United States only in this ACC. 

THIS WILL BE THE ONLY ACC HELD IN THE 
UNITED STATES DURING 1959. The next ACC after 
this is tentatively scheduled for JULY I960. ACCs in 
the 1 1/2 year period will be held in England, Austral¬ 
ia, and Africa. THIS IS YOUR CHANCE TO LEARN 
SHORT CLEARING BY NEW ENGRAM RUNNING --- 
YOUR ONLY CHANCE IN THE U.S.A. FOR ONE AND 
A HALF YEARS. 


Apply Immediately to: 

Hubbard Communications Office 
1812 19th Street, N. W., Washington, D. C. 

(All applications must have the approval of 
L. Ron Hubbard.) 



DO YOU KNOW WHAT THE HUBBARD GUIDANCE 
CENTER IN WASHINGTON, D. C. IS DOING ? ? ? ? 


CLEARING PEOPLE 

WHAT IS A CLEAR? 

"A CLEAR: A person at willing and 
knowing cause over his own life, his 
body and his surroundings and with- 
out a reactive or subconscious mind." 


you cvcutt ta 6e clean? 


If so, write NOW for further information and 
for appointment. Write - Phone - Wire: 

REGISTRAR 
1812 19th Street, N. W. 

Washington 9, D. C. 

(Phone: Adams 2-6296 Wire: Sientology) 


"WHAT ARE THESE THINGS CALLED CLEARS" 

What I am writing is my viewpoint. I myself do not know 
if this is what L. Ron Hubbard, the founder of Scientology, be¬ 
lieves. To me, clears are another race of human beings . 
They have the ability to solve problems. They also are capable 
to like people, or groups, even if the person, or groups, is do¬ 
ing something the clear doesn't like. To me clears are just 
as different than the cave-man --to mankind of today. 

I have not been clear myself at any given time that I know 
of. So if L. Ron Hubbard himself reads and criticizes me it is 
for my own benefit. 

Michael Ann Savant, Age 11 
Tucson, Ariz. (Daughter of 
Maxine Farnum) 
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. THE ACADEMY OF SCIENTOLOGY’S • 

I I 

! NEW H. C. A. COURSE ' 

■ ■ 

__j 

* Learn about Man 

* Learn about the Mind 
* Learn about LIFE 

* Learn how to Communicate 

* Learn how to handle other people 
* Learn how to help yourself 

* Learn how to audit and help others 

You can start your lessons at home with 
Extension Work. 


Enrollment Fee: $5.00 

For further information write: Director of Training 
Academy of Scientology, 1812 19th Street, N. W., 
Washington 9, D. C. 

-(cut here)- 

Academy of Scientology 
1812 19th Street, JM. W.*, Washington 9. D. C. 

APPLIC A-TION BLANK 

To: Extension Div. 'of the Hubbard Certified Auditor Course. 


I 


print name 


of 


print street address 


print city & state do hereby wish to enroll in the 
H. C.A. course and enclose my $5.00 enrollment fee. 

First Text 

Check one: 

I have "Dianetics: The Modern Science of Mental Health". 
I do not have "Dianetics: The Modern Science of Mental 
Health". Please send my copy C. O. D. 


Signature of Applicant 






SCIENTOLOGY 
Box 242 

Silver Spring, Md, 


BULK RATE 
Permit #122 
Silver Spring, Md. 


Form 3547 Requested 

Confess <Jnten$ive 

januariy S, 6, 7 , f959 

at the Shoreham Hotel in Washington, D, C. 


18 hours of Professional Group Processing by 
Hubbard Guidance Center Auditors (Includes 
Before-and-After Tests). 


$50.00 per person 
Contact: Registrar 

1812 19th Street, N. W., Washington 9, D. C. 
(Phone: Adams 2-6296 - Wire: Sientology) 


ENJOY YOURSELF 


ATTEND! 




